S) 


1, entered 
employ of 8.3.Kresge Co., 
Air Conditioning Engineer, 


Construction Department, Detroit, Michigan. 
4195S—August, Chief Mechanical Superintendent, Con- 
struction Department. 
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1965—December, Ass tstant Manager Construction Dept. 
1969—February, Genera! Manager, Construction Dept. 
Registered Professional Engineer. 
Member Tau Bets Pi, Engineering Fretemity. 





